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FM 10-27-2 TACTICS, TECHNIQUES, AND PROCEDURES FOR QUARTERMASTER DIRECT SUPPORT 
SUPPLY AND FIELD SERVICE OPERATIONS, 18 JUN 1991 

FM 10-27-3 TACTICS, TECHNIQUES, AND PROCEDURES FOR QUARTERMASTER HEADQUARTERS 
OPERATIONS, 30 OCT 1990 , CH 1,20 SEP 94 
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FM 10-52-1 WATER SUPPLY POINT EQUIPMENT AND OPERATIONS, 18 JUN 1991 
FM 10-64 MORTUARY AFFAIRS OPERATIONS, 16 FEB 1999 
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FM 10-416 PETROLEUM PIPELINE AND TERMINAL OPERATING UNITS, 12 MAY 1998 
FM 10-426 PETROLEUM SUPPLY UNITS, 12 JUN 1997 

FM 10-450-3 MULTISERVICE HELICOPTER SLING LOAD: BASIC OPERATIONS AND EQUIPMENT, 10 
APR 1997 

FM 10-450-4 MULTISERVICE HELICOPTER SLING LOAD: SINGLE-POINT RIGGING PROCEDURES, 30 
MAY 1998 , CHANGE 2, 1 APR 2002 

FM 10-450-5 MULTISERVICE HELICOPTER SLING LOAD: DUAL-POINT LOAD RIGGING PROCEDURES, 
30 AUG 1999 , CHANGE 2, 1 APR 2002 

FM 10-500-1 AIRDROP SUPPORT OPERATIONS IN A THEATER OF OPERATIONS, 19 JUN 1991 
FM 10-500-2 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AIRDROP PLATFORMS, 01 NOV 1990 
FM 10-500-3 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING CONTAINERS, 08 DEC 1992 , 
CHANGE 1, 26 SEPTEMBER 1996 

FM 10-500-7 AIRDROP DERIGGING AND RECOVERY PROCEDURES, 20 SEP 1994 
FM 10-500-23 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING COMMUNICATION CONTROL 
VEHICLES, 31 AUG 1999 

FM 10-500-29 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING HEAVY ANTITANK ASSAULT 
WEAPON SYSTEM (TOW), 14 APR 2000 

FM 10-500-45 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MORTARS, 03 OCT 1995 
FM 10-500-53 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AMMUNITION, 19 AUG 1996 , 
CHANGE 1, 24 JULY 2000 

FM 10-500-66 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 2-LITTER ARMORED AMBULANCE 
(HMMWV), 06 AUG 1999 

FM 10-500-71 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING THE FAMILY OF MEDIUM TACTICAL 
VEHICLES (FMTV), 01 DEC 1999 , CHANGE 1, 1 JUL 2001 

FM 10-500-77 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MOTORCYCLES, 01 FEB 2000 , 
CHANGE 1, 1 JAN 2001 

FM 10-508 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 1/2- AND 1 1/4-TON TRUCKS, 16 AUG 
1985 

FM 10-510 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 1/4-TON TRUCKS, 15 MAY 1975 
FM 10-512 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TYPICAL SUPPLY LOADS, 31 AUG 
1979 , CHANGE 5, 16 FEBRUARY 1999 

FM 10-513 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING OF 3/4-TON CARGO TRAILER, 25 JUN 
1979 , CHANGE 3, 19 SEPTEMBER 1991 

FM 10-515 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING ARMORED 
RECONNAISSANCE/AIRBORNE ASSAULT VEHICLE (M551), 24 SEP 1984 , CHANGE 1, 14 JUNE 1990 
FM 10-516 AIRDROP OF SUPPLIES AND EQUIPMENT: REFERENCE DATA FOR AIRDROP PLATFORM 
LOADS, 31 OCT 1983 

FM 10-517 AIRDROP OF SUPPLES AND EQUIPMENT: RIGGING 1 1/4-TON UTILITY TRUCK (HMMWV), 
14 NOV 1989 

FM 10-518 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 1/4-TON CARGO TRAILERS, 29 JAN 
1982 

FM 10-519 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING OF 105-MILLIMETER HOWITZERS, 29 
APR 1987 , CHANGE 4, 11 JANUARY 2002 

FM 10-520 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 2 1/2-TON TRUCKS, 02 MAY 1985 , 
CHANGE 3, 24 OCTOBER 1996 

FM 10-521 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TRACTORS AND TRACTOR-DOZERS, 
07 OCT 1987 , CHANGE 3, 28 JULY 2000 

FM 10-522 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING POTABLE WATER, 03 JUN 1985 , 
CHANGE 1, 30 SEPTEMBER 1993 

FM 10-523 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AIR FORCE COMMUNICATION 
CONTROL VEHICLES, 05 MAR 1982 

FM 10-524 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING COMMUNICATIONS SHELTERS AND 
POWER UNIT, 11 FEB 1981 , CHANGE 2, 31 OCTOBER 1990 

FM 10-526 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 5-TON TRUCKS, 02 MAY 1985 , 
CHANGE 3, 3 OCTOBER 1995 

FM 10-527 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 155-MM HOWITZERS, 30 SEP 1982 , 
CHANGE 4, 11 JANUARY 2002 

FM 10-528 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING ROAD ROLLERS, 25 NOV 1977 , 
CHANGE 7, 5 MAY 2000 



FM 10-529 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING HEAVY ANTITANK ASSAULT WEAPON 
SYSTEM (TOW), 16 OCT 1986 

FM 10-530 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING EARTHMOVING SCRAPERS, 09 AUG 
1985 

FM 10-531 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING FORKLIFT TRUCKS, 02 JUL 1982 , 
CHANGE 2, 20 JUNE 1997 

FM 10-532 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 1 1/2-TON TRAILERS, 16 APR 1979 , 
CHANGE 4, 28 JUNE 1996 

FM 10-533 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TRAILER-MOUNTED LUBRICATION 
UNIT, 05 MAR 1984 

FM 10-534 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AIR DEFENSE ARTILLERY GUN 
(VULCAN), 27 FEB 1985 , CHANGE 2, 24 MARCH 1992 

FM 10-535 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 5-KILOWATT GENERATOR SET WITH 
PORTABLE FLOODLIGHT SET, 14 NOV 1985 

FM 10-537 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING FORWARD AREA REFUELING 
EQUIPMENT (FARE), 28 FEB 1983 , CHANGE 5, 30 SEPTEMBER 1999 

FM 10-539 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING JD 410 TRACTOR AND SMALL 
EMPLACEMENT EXCAVATOR, 29 MAY 1984 , CHANGE 3, 27 SEPTEMBER 1996 
FM 10-541 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MILITARY BRIDGES, 05 MAR 1984 , 
CHANGE 1, 13 JULY 1992 

FM 10-542 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING LOADS FOR SPECIAL OPERATIONS, 
07 OCT 1987 , CHANGE 3, 2 OCTOBER 2000 

FM 10-543 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 1/4-TON TRUCK WITH 1/4-TON 
TRAILER AND COMMUNICATIONS EQUIPMENT AND TACTICAL DEFENSE ALERT RADAR SYSTEM 
(TDARS), 03 NOV 1983 , CHANGE 2, 17 SEPTEMBER 1992 

FM 10-546 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AGGREGATE SPREADER AND 
HEATING KETTLE TRAILERS, 22 MAY 1982 

FM 10-547 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING THE HIGH SPEED AERIAL DELIVERY 
CONTAINER CTU-2/A, 29 DEC 1980 , CHANGE 1, 6 JANUARY 1984 

FM 10-548 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING AIRBORNE CRANE-SHOVEL AND 
ATTACHMENTS, 03 MAY 1984 , CHANGE 1, 12 DECEMBER 1990 

FM 10-549 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MAINTENANCE CONTACT SET, 31 
MAY 1983 

FM 10-550 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING STINGER WEAPON SYSTEMS AND 
MISSILES, 29 MAY 1984 , CHANGE 4, 29 DECEMBER 2000 

FM 10-552 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING DRAGON AND JAVELIN MISSILES, 05 
MAR 1982 , CHANGE 3, 1 JAN 2001 

FM 10-554 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING RADIO TERMINAL SET, 07 APR 1982 
FM 10-555 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MUNITIONS TRAILERS, 23 MAY 1986 , 
CHANGE 2, 6 JUNE 1997 

FM 10-556 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING POLE-TYPE UTILITY TRAILERS AND 
BOLSTER TRAILERS, 02 MAY 1985 

FM 10-557 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING M-12 DECONTAMINATION UNIT, 31 
MAY 1983 

FM 10-558 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING THE 600-GPH REVERSE OSMOSIS 
WATER PURIFICATION UNIT, 04 MAY 1987 , CHANGE 1, 30 JANUARY 1998 
FM 10-562 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING WHOLE BLOOD, 23 MAY 1989 
FM 10-564 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING FUEL DRUMS, 16 APR 1979 , CHANGE 
6, 30 JANUARY 1998 

FM 10-567 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TRACKED PERSONNEL-CARGO 
CARRIERS, 29 JUN 1979 , CHANGE 1,4 AUGUST 1997 

FM 10-569 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TRAILER-MOUNTED AIR 
COMPRESSORS, 27 DEC 1988 , CHANGE 1, 20 MARCH 1991 

FM 10-573 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 130G MOTOR GRADER, 27 SEP 1988 , 
CHANGE 1, 14 JUNE 1990 

FM 10-574 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 950B SCOOP-LOADER, 02 MAY 1985 , 
CHANGE 4, 27 OCTOBER 1997 

FM 10-575 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 613WD WATER DISTRIBUTORS, 04 
MAY 1987 



FM 10-576 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING THE 613S SCRAPERS, 21 AUG 1987 , 
CHANGE 1, 12 DECEMBER 1991 

FM 10-577 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING MOTORCYCLES, 10 FEB 1986 
FM 10-579 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING LANDING FIELD MAT, 19 APR 1985 , 
CHANGE 2, 20 MARCH 1998 

FM 10-584 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING INDUSTRIAL WHEELED TRACTORS, 
12 AUG 1983 

FM 10-586 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING M-22 HELICOPTER ARMAMENT 
SUBSYSTEM GUIDED MISSILE LAUNCHER AND MISSILES, 26 APR 1984 

FM 10-588 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING 16-FOOT PLASTIC ASSAULT BOATS, 
29 MAY 1984 

FM 10-591 AIRDROP OF SUPPLIES AND EQUIPMENT: RIGGING TRAILER-MOUNTED ENGINEER 
ELECTRICAL TOOL OUTFITS, 17 JUN 1977 , CHANGE 1, 19 AUGUST 1996 

FM 10-602 HEADQUARTERS AND HEADQUARTERS UNITS, PETROLEUM AND WATER DISTRIBUTION 
ORGANIZATION, 12 SEP 1996 

FM 11-1 MULTISERVICE PROCEDURES FOR THE SINGLE CHANNEL GROUND AND AIRBORNE 
RADIO SYSTEM, 29 MAY 1996 

FM 11-24 SIGNAL TACTICAL SATELLITE COMPANY, 13 SEP 1985 

FM 11-25 SIGNAL TROPOSCATTER COMPANY, 28 OCT 1996 

FM 11-30 MSE COMMUNICATIONS IN THE CORPS/DIVISION, 27 FEB 1991 

FM 11-32 COMBAT NET RADIO OPERATIONS, 15 OCT 1990 

FM 11-41 SIGNAL SUPPORT: ECHELONS CORPS AND BELOW (ECB), 18 DEC 1991 

FM 11-43 SIGNAL LEADER'S GUIDE, 12 JUN 1995 

FM 11-44 AIR DEFENSE ARTILLERY SIGNAL OPERATIONS BATTALION AND SIGNAL OPERATIONS 
COMPANY, 27 SEP 1988 

FM 11-45 SIGNAL SUPPORT TO THEATER OPERATIONS, 30 JUN 1999 

FM 11-50 COMBAT COMMUNICATIONS WITHIN THE DIVISION (HEAVY AND LIGHT), 04 APR 1991 
FM 11-55 MOBILE SUBSCRIBER EQUIPMENT (MSE) OPERATIONS, 22 JUN 1999 
FM 11-75 BATTLEFIELD INFORMATION SERVICES (BIS), 20 SEP 1994 
FM 12-50 U.S. ARMY BANDS, 15 OCT 1999 

FM 14-100 FINANCIAL MANAGEMENT OPERATIONS, 07 MAY 1997 , CHANGE 1, 14 JUL 97 
FM 16-1 RELIGIOUS SUPPORT, 26 MAY 1995 
FM 17-12-1 TANK GUNNERY FOR Ml 

FM 17-12-1-1 TANK GUNNERY (ABRAMS) VOLUME 1 - TANK CREW HANDBOOK, 05 MAY 1998 
FM 17-12-1-2 TANK GUNNERY (ABRAMS) VOLUME 2 - TRAINER'S GUIDE, 05 MAY 1998 
FM 17-12-7 TANK GUNNERY TRAINING DEVICES AND USAGE STRATEGIES, 01 MAY 2000 
FM 17-12-8 LIGHT CAVALRY GUNNERY, 16 FEB 1999 
FM 17-15 TANK PLATOON, OCT 1987 
FM 17-18 LIGHT ARMOR OPERATIONS, 08 MAR 1994 
FM 17-95 CAVALRY OPERATIONS, 24 DEC 1996 
FM 17-95-10 ARMORED CAVALRY SQUADRON 

FM 17-97 CAVALRY TROOP, 03 OCT 1995 , SUPERSEDES FM 17-97, SEP 1988 
FM 17-98 SCOUT PLATOON, 10 APR 1999 
FM 17-98-1 SCOUT LEADERS HANDBOOK, SEP 1990 

FM 19-1 MILITARY POLICE SUPPORT FOR THE AIRLAND BATTLE, 23 MAY 1988 

FM 19-4 MILITARY POLICE BATTLEFIELD CIRCULATION CONTROL, AREA SECURITY, AND ENEMY 

PRISONER OF WAR OPERATIONS, 07 MAY 1993 

FM 19-10 MILITARY POLICE LAW AND ORDER OPERATIONS, 30 SEP 1987 
FM 19-15 CIVIL DISTURBANCES, 25 NOV 1985 
FM 19-20 LAW ENFORCEMENT INVESTIGATIONS, 25 NOV 1985 
FM 19-25 MILITARY POLICE TRAFFIC OPERATIONS, 30 SEP 1977 
FM 19-30 PHYSICAL SECURITY, 01 MAR 1979 

FM 19-40 ENEMY PRISONERS OF WAR, CIVILIAN INTERNEES, AND DETAINED PERSONS, 27 FEB 
1976 

FM 19-60 CONFINEMENT AND CORRECTIONAL TREATMENT OF US MILITARY PRISONERS, 27 MAY 
1986 

FM 20-3 CAMOUFLAGE, 14 NOVEMBER 1990 

FM 20-9 SOLDIER PERFORMANCE 

FM 20-11 MILITARY DIVING, 20 JAN 1999 , CHANGE 1, 14 APRIL 2000 



FM 20-11-2 MILITARY DIVING VOLUME 2 (MIXED-GAS DIVING), 01 AUGUST 1991 

FM 20-32 MINE/COUNTERMINE OPERATIONS, 30 SEPTEMBER 1992 

FM 20-51 LEADER'S MAN - FOR COMBAT STRESS CONTROL 

FM 21-10 FIELD HYGIENE AND SANITATION, 22 NOVEMBER 1988 

FM 21-10-1 UNIT FIELD SANITATION TEAM, 11 OCT 1989 

FM 21-11 FIRST AID FOR SOLDIERS, 27 OCTOBER 1988 

FM 21-15 CARE AND USE OF INDIVIDUAL CLOTHING AND EQUIPMENT 

FM 21-16 UNEXPLODED ORDNANCE (UXO) PROCEDURES, 30 AUGUST 1994 

FM 21-17 DRIVER SELECTION, TRAINING, AND SUPERVISION, TRACK COMBAT VEHICLES, 11 DEC 

1981 

FM 21-18 FOOT MARCHES, 01 JUN 1990 

FM 21-20 PHYSICAL FITNESS TRAINING, 30 SEPTEMBER 1992 

FM 21-26 MAP READING AND LAND NAVIGATION, 07 MAY 1993 

FM 21-31 TOPOGRAPHIC SYMBOLS, 19 JUNE 1961 

FM 21-60 VISUAL SIGNALS, 30 SEPTEMBER 1987 

FM 21-75 COMBAT SKILLS OF THE SOLDIER, 03 AUGUST 1984 

FM 21-76 SURVIVAL, 05 JUNE 1992 

FM 21-76-1 MULTISERVICE PROCEDURES FOR SURVIVAL, EVASION, AND RECOVERY, 29 JUN 1999 
FM 21-150 COMBATIVES (HAND-TO-HAND KILLING), 30 SEPTEMBER 1992 
FM 21-305 MANUAL FOR THE WHEELED VEHICLE DRIVER, 27 AUG 1993 
FM 22-5 DRILL AND CEREMONIES, 08 DEC 1986 
FM 22-6 GUARD DUTY, 17 SEP 1971 , CH 1, 15 JAN 75 

FM 22-9 SOLDIER PERFORMANCE IN CONTINUOUS OPERATIONS, 12 DEC 1991 

FM 22-51 LEADER'S MANUAL FOR COMBAT STRESS CONTROL, 29 SEP 1994 

FM 22-100 MILITARY LEADERSHIP 

FM 22-101 LEADERSHIP COUNSELING, 03 JUN 1985 

FM 22-102 SOLDIER TEAM DEVELOPMENT, 02 MAR 1987 

FM 23-1 BRADLEY GUNNERY, 18 MAR 1996 

FM 23-8 M14 AND M14A1 RIFLES AND RIFLE MARKSMANSHIP, 15 APRIL 1974 

FM 23-9 M16A1 AND M16A2 RIFLE MARKSMANSHIP, 03 JUL 1989 

FM 23-10 SNIPER TRAINING, 17 AUGUST 1994 
FM 23-11 90MM RECOILLESS RIFLE, M67, 06 JULY 1965 

FM 23-14 M249 LIGHT MACHINE GUN IN THE AUTOMATIC RIFLE ROLE, 26 JANUARY 1994 

FM 23-23 ANTIPERSONNEL MINE Ml8A1 AND Ml8 (CLAYMORE), 06 JANUARY 1966 
FM 23-24 DRAGON MEDIUM ANTITANK/ASSAULT WEAPON SYSTEM M47, 03 APRIL 1990 
FM 23-25 LIGHT ANTIARMOR WEAPONS, 17 AUGUST 1994 

FM 23-27 MK-19, 40MM GRENADE MACHINE GUN, MOD 3, 27 DECEMBER 1988 

FM 23-30 GRENADES AND PYROTECHNIC SIGNALS, 27 DECEMBER 1988 
FM 23-31 40-MM GRENADE LAUNCHER, M203, 20 SEPTEMBER 1994 

FM 23-34 TOW WEAPON SYSTEMS, 17 AUG 1994 

FM 23-35 COMBAT TRAINING WITH PISTOLS & REVOLVERS, 03 OCTOBER 1988 

FM 23-41 SUBMACHINEGUNS, CALIBER .45, M3 & M3A1, 28 JUNE 1974 

FM 23-65 BROWNING MACHINE GUN CALIBER .50 HB, M2, 19 JUNE 1991 

FM 23-67 MACHINE GUN 7.62MM M60 

FM 23-90 MORTARS, 01 MAR 2000 , CHANGE 1, 9 DEC 2002 

FM 23-91 MORTAR GUNNERY, 01 MAR 2000 

FM 24-2 SPECTRUM MANAGEMENT, 21 AUG 1991 

FM 24-7 TACTICAL LOCAL AREA NETWORK (LAN) MANAGEMENT, 08 OCT 1999 
FM 24-11 TACTICAL SATELLITE COMMUNICATIONS, 20 SEPTEMBER 1990 
FM 24-12 COMMUNICATIONS IN A "COME-AS-YOU-ARE" WAR, 17 JULY 1990 
FM 24-17 TACTICAL RECORD TRAFFIC SYSTEM (TRTS), 17 SEP 1991 

FM 24-18 TACTICAL SINGLE-CHANNEL RADIO COMMUNICATIONS TECHNIQUES, 30 SEPTEMBER 
1987 

FM 24-19 RADIO OPERATOR'S HANDBOOK, 24 MAY 1991 

FM 24-22 COMMUNICATIONS-ELECTRONICS MANAGEMENT SYSTEM (OEMS), 30 JUN 1977 
FM 24-24 SIGNAL DATA REFERENCES: SIGNAL EQUIPMENT, 29 DEC 1994 , SUPERSEDES TO 24-24, 
3 OCT 1988 

FM 24-26 TACTICAL AUTOMATIC SWITCHING, 04 AUG 1996 

FM 24-27 TACTICAL AUTOMATIC CIRCUIT SWITCHING AN/TCC-39, 27 FEB 1987 



FM 24-33 COMMUNICATIONS TECHNIQUES: ELECTRONIC COUNTER-COUNTERMEASURES, 17 
JULY 1990 

FM 24-40 TACTICAL VISUAL INFORMATION DOCTRINE, 12 DEC 1991 

FM 25-4 HOW TO CONDUCT TRAINING EXERCISES, 10 SEP 1984 

FM 25-5 TRAINING FOR MOBILIZATION AND WAR, 25 JAN 1985 

FM 25-51 BATTALION TASK FORCE NUCLEAR TRAINING, 16 JUN 1991 

FM 25-100 TRAINING THE FORCE, 15 NOV 1988 

FM 25-101 BATTLE FOCUSED TRAINING, 30 SEP 1990 

FM 27-1 LEGAL GUIDE FOR COMMANDERS, 13 JAN 1992 

FM 27-10 THE LAW OF LAND WARFARE, 18 JUL 1956 , CHANGE 1, 15 JUL76 

FM 27-14 LEGAL GUIDE FOR SOLDIERS, 16 APR 1991 

FM 27-100 LEGAL SUPPORT TO OPERATIONS, 3 SEP 1991 

FM 31-12 ARMY FORCES IN AMPHIBIOUS OPERATIONS (THE ARMY LANDING FORCES), MARCH 
1961 

FM 31-19 MILITARY FREE-FALL PARACHUTING TACTICS, TECHNIQUES, AND PROCEDURES, 18 
FEBRUARY 1993 

FM 31-20 SPECIAL FORCES OPERATIONS DOCTRINE 

FM 31-20-3 FOREIGN INTERNAL DEFENSE TACTICS, TECHNIQUES, AND PROCEDURES FOR 

SPECIAL FORCES, 20 SEP 1994 

FM 31-20-5 SPECIAL FORCES RECON TACTICS 

FM 31-21 GUERILLA WAREFARE & SPECIAL FORCES OPERATIONS 

FM 31-23 SPECIAL FORCES MOUNTED OPERATIONS TACTICS, TECHNIQUES, AND PROCEDURES, 
05 MAY 1999 

FM 31-27 PACK ANIMALS IN SUPPORT OF ARMY SPECIAL OPERATIONS FORCES, 15 FEB 2000 

FM 31-70 BASIC COLD WEATHER MANUAL, 12 APR 1968 , CHANGE 1,17 DEC 68 

FM 31-71 NORTHERN OPERATIONS, 21 JUN 1971 

FM 31-82 BASE DEVELOPMENT, 03 JUN 1971 

FM 33-1 PSYCHOLOGICAL OPERATIONS, 18 FEB 1993 

FM 33-1-1 PSYCHOLOGICAL OPERATIONS TECHNIQUES AND PROCEDURES, 05 MAY 1994 
FM 34-1 INTELLIGENCE AND ELECTRONIC WARFARE OPERATIONS, 27 SEPTEMBER 1994 
FM 34-2 COLLECTION MANAGEMENT AND SYNCHRONIZATION PLANNING, 08 MARCH 1994 
FM 34-2-1 TACTICS, TECHNIQUES, AND PROCEDURES FOR RECONNAISSANCE AND 
SURVEILLANCE AND INTELLIGENCE SUPPORT TO COUNTERRECONNAISSANCE, 19 JUNE 1991 
FM 34-3 INTELLIGENCE ANALYSIS, 15 MARCH 1990 

FM 34-5 HUMAN INTELLIGENCE AND RELATED COUNTERINTELLIGENCE OPERATIONS, 24 JULY 
1994 

FM 34-7 INTELLIGENCE AND ELECTRONIC WARFARE SUPPORT TO LOW-INTENSITY CONFLICT 
OPERATIONS, 18 MAY 1993 

FM 34-8 COMBAT COMMANDER'S HANDBOOK ON INTELLIGENCE, 28 SEPTEMBER 1992 
FM 34-8-2 INTELLIGENCE OFFICER'S HANDBOOK, 01 MAY 1998 

FM 34-10 DIVISION INTELLIGENCE AND ELECTRONICS WARFARE OPERATIONS, 25 NOV 1986 
FM 34-10-1 TACTICS, TECHNIQUES, AND PROCEDURES FOR THE REMOTELY MONITORED 
BATTLEFIELD SENSOR SYSTEM (REMBASS), 18 JUN 1991 

FM 34-10-2 INTELLIGENCE AND ELECTRONICS WARFARE (IEW) EQUIPMENT HANDBOOK, 13 JULY 
1993 

FM 34-10-7 QUICKFIX OPERATIONS, 30 SEP 1991 

FM 34-25 CORPS INTELLIGENCE AND ELECTRONICS WARFARE OPERATIONS, 30 SEP 1987 
FM 34-25-1 JOINT SURVEILLANCE AND TARGET ATTACK RADAR SYSTEM, SEP 1994 
FM 34-25-2 UNMANNED AERIAL VEHICLE, JUNE 1994 

FM 34-25-3 ALL-SOURCE ANALYSIS SYSTEM (ASAS) AND THE ANALYSIS AND CONTROL ELEMENT 
(ACE), JUNE 1995 

FM 34-35 ARMORED CAVALRY REGIMENT (ACR) AND SEPARATE BRIGADE INTELLIGENCE AND 
ELECTRONIC WARFARE (IEW), 12 DEZ 1990 

FM 34-36 SPECIAL OPERATIONS FORCE INTELLIGENCE AND ELECTRONIC WARFARE 
OPERATIONS, 30 SEP 1991 

FM 34-37 ECHELONS ABOVE CORPS (EAC) INTELLIGENCE AND ELECTRONIC WARFARE (IEW) 
OPERATIONS, 15 JAN 1991 

FM 34-40-2 BASIC CRYPTANALYSIS, 13 SEPTEMBER 1990 

FM 34-40-7 COMMUNICATIONS JAMMING HANDBOOK, 23 NOVEMBER 1992 



FM 34-40-9 DIRECTION FINDING OPERATIONS, 29 AUG 1991 

FM 34-43 RECCE-J MULTISERVICE PROCEDURES FOR REQUESTING RECONNAISSANCE 
INFORMATION IN A JOINT ENVIRONMENT, 07 JUN 1996 

FM 34-45 TACTICS, TECHNIQUES, AND PROCEDURES FOR ELECTRONIC ATTACK, 09 JUN 2000 
FM 34-52 INTELLIGENCE INTERROGATION, 28 SEP 1992 
FM 34-54 BATTLEFIELD TECHNICAL INTELLIGENCE, 05 APRIL 1990 
FM 34-60 COUNTERINTELLIGENCE, 03 OCTOBER 1995 

FM 34-72 REPROGRAMMING - HANDBOOK FOR REPROGRAMMING OF ELECTRONIC WARFARE 
TARGET SENSING SYSTEMS, 13 APR 1998 

FM 34-80 BRIGADE AND BATTALION INTELLIGENCE AND ELECTRONIC WARFARE OPERATIONS, 15 
APR 1986 

FM 34-81 WEATHER SUPPORT FOR ARMY TACTICAL OPERATIONS, 31 AUG 1989 
FM 34-81-1 BATTLEFIELD WEATHER EFFECTS, 23 DEC 1992 
FM 34-85 CONVERSION OF WARSAW PACT GRIDS TO UTM GRIDS, 25 SEP 1981 
FM 34-85-1 GK CONVERSION (MIDEAST), 02 FEB 1983 

FM 34-130 INTELLIGENCE PREPARATION OF THE BATTLEFIELD, 08 JUL 1994 
FM 38-700 PACKAGING OF MATERIAL - PRESERVATION, 01 DEC 1999 
FM 38-701 PACKAGING OF MATERIAL: PACKING, 01 DEC 1999 
FM 38-746 LOGISTICS: PACKAGING MANAGEMENT, 11 AUG 1988 
FM 40-1 JOINT TACTICAL GROUND STATION OPERATIONS, 09 SEP 1999 
FM 41-10 CIVIL AFFAIRS OPERATIONS, 14 FEB 2000 

FM 42-414 TACTICS, TECHNIQUES, AND PROCEDURES FOR QUARTERMASTER FIELD SERVICE 
COMPANY, DIRECT SUPPORT, 03 JUL 1998 

FM 42-424 QUARTERMASTER FORCE PROVIDER COMPANY, 06 AUG 1999 
FM 43-5 UNIT MAINTENANCE OPERATIONS, SEP 1988 

FM 43-11 DIRECT SUPPORT MAINTENANCE OPERATIONS (NONDIVISIONAL), SEP 1991 

FM 43-12 DIVISION SUPPORT MAINTENANCE OPERATIONS, NOV 1989 

FM 44-1 US ARMY DEFENCE ARTILLERY EMPLYMENT, MAY 1983 

FM 44-1-2 AIR DEFENSE ARTILLERY REFERENCE HANDBOOK, 15 JUN 1984 
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